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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 DACCA 01295 020906Z 
ACTION OC-06 

INFO OCT-01 EA-10 NEA-10 ISO-OO SY-05 OCL-OO CCO-OO 
FBOE-OO A-01 /033W 

086409 020921Z/15 

P 020840Z MAR 78 
FM AMEMBASSY DACCA 
TO SECSTATE WASHDC PRIORITY 8287 
AMEMBASSY CANBERRA PRIORITY 
INFO AMEMBASSY BANGKOK PRIORITY 
AMEMBASSY MANILA PRIORITY 
AMEMBASSY WELLINGTON PRIORITY 
AMCONSUL HONG KONG 


LIMITED OFFICIAL USE DACCA 1295 

DEPT FOR SY/OPS/T FOR OIC/RT; CANBERRA FOR HIMMELBERGER; 
BANGKOK FOR BEAUDOIN; WELLINGTON FOR PSO; MANILA FOR 
ATO AND TSO BRANDT; HONG KONG FOR RTC/RSS 

E.O. 11652: N/A 
TAGS: ASECAFAC 

SUBJECT: A/C FAN COIL UNIT REPLACEMENT IN CRW-NOB WELLINGTON 

REF: A. DACCA 1276; B. STATE 45840 (NOTAL) 

THE FOLLOWING IS A CORRECTION TO REF (A) PARA 1, SECOND 
SENTENCE AND SHOULD READ AS FOLLOWS: QUOTE. ARMORING AT 
BANGKOK, RANGOON, KUALA LUMPUR AND SINGAPORE IS EXPECTED 
TO BE COMPLETED ABOUT APRIL 8 AND, THEREFORE, THE BANGKOK 
SEABEE WILL NOT RPT NOT BE EXPRECTED TO ACCOMPANY TEAM TO 
JAKARTA FOR FINAL PHASE OF PROJECT. UNQUOTE. 

BERGESEN 

LIMITED OFFICIAL USE 
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